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WTLTTE: 


SCHEMATIC OF THE 
HEATHKIT ® 
SMART OUTLET BOX 
MODEL GD-1295 


NOTES: 


1. RESISTOR VALUES ARE IN OHMS. 


CAPACITOR VALUES ARE IN MICROFARADS (uF). 
3 + 


THIS SYMBOL INDICATES CHASSIS GROUND. 


PARTS IN THE SHADED AREAS ARE CRITICAL TO 
CONTINUED SAFETY. REPLACE ONLY WITH THE SAME 


RATED PART, OR WITH THE CORRECT HEATH 
COMPANY PART. 


SWITCHED OUTLETS 


